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Message Registration Block 


MRB messages are output in response to commands or prompts/responses 
related to the Message Registration feature. 


MRB messages 


MRB0028 
MRB0029 
MRBO0030 
MRBO900 
MRBO901 
MRB0910 


MRB0911 
MRB0912 
MRB0913 
MRB0920 
MRB0921 
MRB0922 
MRB0923 
MRB0930 


The unit to be tested is not message waiting PBX type. 
The unit to be tested is not idle. 

The unit to be tested is not lamp equipped. 

Wrong number of input fields to prompt FUNT’. 

Unable to match input with stored mnemonics for prompt. 


Wrong number of input fields for prompt’ REQ’ when function MRBk’,’CRST’, 
or DISP’ has been invoked. 


Unable to match input with stored mnemonics. 
WARNING: Unprotected data store below safety limit. 
WARNING: Protected data store below safety limit. 
Wrong input type for prompt DBGN, BFNO. 

MR data block number out-of-range (0-99). 

Block already exists. 

Block does not exist. 


Wrong input type for prompt DLST, LSRM. 
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MRB0931 Entry for prompt DN out-of-range (0-99). 

MRB0932 Last room number illegal (0-99). 

MRB0940 Wrong input type for prompt DN, RMNO. 

MRB0941 DN or room number out of assigned range. 

MRB0950 Input parameter must be between 0 and 24, inclusive. 
MRB0951 Input parameter must be between 0 and 7, inclusive. 
MRB0952 CRT/TTY has not been allocated for MR in the configuration record. 
MRBO961 Enter parameter between 0 and 31, inclusive. 

MRBO962 Customer does not have any MR blocks allocated. 
MRBO0963 Password does not have access to this customer data. 
MRBO971 Enter parameter between 0 and 31 inclusive. 

MRBO980 Wrong number of input fields to prompt’all’. 

MRB0981 Unable to match input with stored mnemonics for prompt'all’. 
MRBO990 Wrong input data type. 

MRBO991 Number of input characters greater than four. 
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